Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 
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Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-09 EB-08 COME-OO /036 W 

047916 030943Z/13 

R 021147Z AUG 78 
FM AMEMBASSY MADRID 
TO SECSTATE WASHDC 5596 


UNCLAS MADRID 08881 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, SP 

SUBJECT: FDA ADVISORY - FIRM INITIATED "RECALL" OF ELECTRO- 
SURGICAL UNIT (RECALL T-095-8) 

REF: STATE 189960 


EMBASSY HAS COMMUNICATED WITH SPANISH FIRM MFDITRONIK A . 
BARCELONA, REGARDING RECALL OF ASPEN LABS ELECTROS! IRGIC AT. 
UNIT. MEDITRONIKA HAD ALREADY RECEIVED FROM ASPEN LABS 
DATED DECEMBER 15, 1977 AND HAD MODIFIED EQUIPMENT 
ACCORDINGLY. TODMAN 
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